Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/23/2010 7:09:16 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: Nathhorst Richard P. [nathhorst@facil.umass.edu] 

Attachments: Amherst Renovations MOU 02-05-10.doc 


Jim, 

Attached is a copy of the latest draft of the MOU I can find. My statement earlier today about replacing floor 
tile was inaccurate based on the attached MOU. If you have a more recent version or a copy of a final MOU 
please pass a copy along. 

Thanks, 

Stephen 

«Amherst Renovations MOU 02-05-10.doc» 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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